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Headphones & Accessories 1 
Stereo Neckband Headphones 

Description 


The open, dynamic PMX 60 neckband headphones are the ideal 
choice for all portable audio sources. Their balanced sound image 
easily outdoes other mini headphones. 


Features 


- Ideal for all mobile audio sources such as MP3 players or portable 
CD players 

- Specially designed for rock and pop music 

- Transparent, bass-driven sound 

- Bass tube for rich, crisp bass 

- Ultra-lightweight diaphragm for powerful sound 

- Excellent overall sound qualities 

- Lightweight and comfortable for listening on the move 
- 1.0 m connection cable 

- 2-year guarantee 


Technical data 


PMX 60 

Cat. No. 04917 


Nominal impedance 

32 Ohm 

Cable length 

1.0 m 

Ear coupling 

supraaural 

Transducer principle 

dynamic, open 

Jack plug 

3,5 mm stereo 

Weight w/o cable 

ca. 55 g 

Frequency response 

18 21000 Hz 

(headphones) 


Sound pressure level 

122dB(SPL) 

(SPL) 


THD, total harmonic 

< 0,5 % 

distortion 




Delivery includes 


1 PMX 60 


